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i25 YEAR RE-REVIEWi 


STAT 


STAT 


MEMORANDUM FOR: THE DIRECTOR 


The General Services Acbnl nls'trahlon Is erecti ng 



and 


a new Federal office building ^ 

has requested a forecast of our needs. 

The Office of Operations Contact Office will 
require approximately l 600 square feet in the 
building. 

Attached is the Certificate of Need which must 
be signed by you. 

Request signature . 


L. K. WHITE 
Deputy Director 
(Support) 


WAY 1 4 1956 

(DATE) 


FORM NO. 
I AUG 54 


lOi 


REPLACES FORM (0- lOt 
WHICH MAY BE USED. 


147) 
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